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LET THE DRYWALL BE YOUR CANVAS 


TRULINE 
PLASTER-IN LED SYSTEMS 


Create dynamic, unexpected architectural lighting 
accents with the award-winning TruLine .5A and 
TruLine 1.6A from Pure Lighting. TruLine systems 
blend seamlessly into 5/8" drywall without joist 
modification, vanishing into the architecture to 
become part of the environment. Only a clean line 

of light shines through, allowing for horizontal, 
vertical, diagonal or geometric runs across multiple 
planes. The dimmable plaster-in LED system delivers 


95+CRI performance and enlightened design. 


With 31 product and design awards in the last five 
years, PureEdge Lighting stands out as the leader in 
product innovation. For more information about our 


award-winning products visit www.purelighting.com. 


PUT 


LIGHTING 


A Division of PureEdge Lighting 


MechoSystems makes the key automated 
window-shading ingredients for LEED® points 

in a number of categories. Our automated 
SolarTrac® WindowManagement® system, as 

an important example, is part of the recipe for 
the LEED Platinum-rated USGBC Headquarters. 


SolarTrac calculates Natural light is 
sun angles according optimized, and 
to building and zone outside views are 
criteria. maximized. 


Radiometers 


SolarTrac' 


Ultimate in WindowManagement” 


MechoSystems 

Design with light? 

T: +1 (800) 437-6360 

F: +1 (718) 729-2941 

E: marketing@mechosystems.com 
W: mechosystems.com/solartrac 
w Qmechosystems 


Shades adjust 


monitor real-time automatically to 


sky conditions 
to control shade 
positions. 


eliminate glare 
and solar-heat gain. 
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The Linea and Grüv' 1.5 system. 
A perfect pairing. For endless possibility. 


amerlux.com/commercial 


Lighting that goes where 
your imagination takes it. 


Up a wall, across a ceiling, down to | 
dant right in front of you. — A 
All in a single, clean line. 


amerlux 


Passion. Power. Performance. 
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THE NEXT GENERATION 


A NEW FAMILY OF RECESSED MULTIPLES & TRACK LUMINAIRES 


The new, feature rich MX family of track and recessed 
multiple luminaires is perfect for the retail environment or 
any environment where versatility is paramount. MX track 
consists of two models, the MX with a vertical driver housing 
and the MXH with a horizontal driver housing. MX recessed 
multiples are offered with a new construction frame, featuring 
a slim 4” wide aperture in 1, 2, 3, 4 head configurations and 
a 10°x10° square. The MX family offers a new set of custom 
optics designed for performance and efficiency. At 14W 

per head, MX delivers more than 1000lm, making it an ideal 
alternative to 20W ceramic metal halide. 


Scan the QR Code to MX MXH 


view MX Product Video! 3 
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DIALux evo 


Design lighting 
for entire buildings? 
Now you can. 


With DIALux evo you can 
design lighting intuitively for 
complex spaces. 


Learn more about its smart 
features and unique business 
model: DIALux is free for 


commercial and private use. 


discover.dialux.com 


LUMsearch 


Finding luminaires made easy. 


www.lumsearch.com 
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Solid-State Lighting, Excellent Efficacy, Long Life Sustainability. 


Columbia Lighting brings cutting edge solid-state technology into architecturally styled 
luminaires. Perfect for relight, retrofit, or new construction, these luminaires deliver a 


powerful combination of performance and energy savings. 
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(Featured) LEPC: e-poc® LED Full Distribution Luminaire 
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LTRE: LLT: LSER: 

Transition® LED Enclosed LED Full Serrano® LED Architecturally 
Architectural Lensed Distribution Troffer Styled Luminaire 

LTRE is an architectural direct/ LLT combines solid-state LSER brings solid-state technology 
indirect fixture with a curved lighting technology, excellent into an architecturally styled 

lens fully enclosing the efficacies, and long life luminaire, perfect for relight, 

LED compartment. sustainability in a full family. retrofit, or new construction. 


Connect with us through social media and join the conversation! Nin A f Tube 
| 
Columbia www.columbialighting.com/products/categories/led/ 
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Lighting Revival The renovation of the iconic New York City restaurant Tavern on the Green 
celebrates its lighting design, both past and present, p. 40 


ARCHLIGHTING.COM as always, 
check our website for expanded article 
content, videos, and news. Also subscribe to 
our email newsletter, AL Notes, and find a link 
to ARCHITECTURAL LIGHTING 's digital edition. 
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Starlight, an LED installation at the 
Museum of the City of New York. 
Photo by Pavel Bendov. 
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Haute Illumination For the Jane restaurant in Antwerp, PSLAB's bespoke chandelier turns a 
historic sanctuary into an otherworldly dining experience, p. 46 
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Light is unifying 
One company, one source for all 
your LED components 


Every component we make is designed with the same level of high-quality and energy- 
efficient performance. From our award-winning PrevaLED® modules and OPTOtronic® drivers 
to our entire lighting system solutions. There’s something to be said for such ingenuity and 
consistency. And for over 100 years, only one company has been able to say it. 


Light is OSRAM OSRAM 


“As the lighting industry 
tries to keep pace with 
the march of technology, 
do manufacturers need 
to change the time frame 
during which they have 
to guarantee a product's 
availability?” 
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SPECIFICATION CONUNDRUMS 


Product specification has always been a 


complex process. 
aspects is the am; 


One of its most challenging 
ount of time that it takes 


from when a project is initially designed and 
the product selections are made to when 
those products are purchased and installed. 
Depending on myriad factors, that gap 

can be as short as a few months or as long as 


years. During tha 
can evolve signifi 


time, product technology 
cantly. 


This is happening more than ever, as lighting 


moves from tradi 


tional sources to LEDs. And 


as a result, it is complicating the specification 


process in a way 


hat could compromise the 


designer-client relationship and discourage 


people from adop 


ting new technology. 


How then shou 


Id the lighting industry 


approach this issue, in which multiple systems 
are at play and trying to catch up to one 
another? First let's start with luminaires and 
related lighting components. Not so long 
ago, manufacturers could issue lamp and 
ballast catalogs knowing they would remain 
relevant longer than a single product season. If 
manufacturers knew they were going to cease 
making a luminaire or a light source, they 
had time to announce it to their customers. 
Today, with so many new companies entering 
the lighting industry, the main problem 
isn't whether a manufacturer will post 
announcements of product availability, but 
whether or not the company will even still 
exist in six months. 
As the lighting industry tries to keep pace 
with the march of technology, do manufacturers 
need to change the time frame during which 
hey have to guarantee a product's availability? 
This is about the short and the long term. 
Perhaps a new, more-transparent reporting 
process should be introduced, one that 
mandates that manufacturers provide quarterly 
product updates via dedicated areas on their 
websites. That way, lighting designers could 
reference these lists on a regular basis and have 
air warning if a fixture or a lamp that they have 
used for some time is on, or at risk of being 
on, the product endangered species list. This 
type of information should also be made readily 


COMMENT 


available as part of a manufacturer’s display at 
major lighting trade shows such as Lightfair, 
where there is the greatest opportunity for 
manufacturers to communicate directly with 
the lighting specifier. 
The dilemma of product availability over the 
long term challenges the fundamental aspects 
of the design-construction process as currently 
practiced. If, over the course of a project's 
bidding process, it is discovered that a specified 
product is no longer available or might be taken 
out of production, the system should allow 
time for the lighting designer to weigh in on an 
alternative, instead of the decision defaulting 
to the contractor or client. And if the ripple 
effect of the change is significant, shouldn't the 
designer, for the sake of the project's integrity, 
get a chance to submit a redesign? How you 
do all of this without affecting the cost of the 
project and the length of the schedule certainly 
would not be easy. Still, knowing that there is a 
ime delay between original design concept and 
completed structure, you d think there would be 
greater acknowledgment by all parties involved 
hat the process does not always allow for the 
atest products — despite everyone s best efforts. 
One thing that might help would be for 
he industry to set product generation time 
frames that correlate to the actual purchase 
and installation date instead of the original 
specification date. Unlike consumer electronics, 
where planned obsolescence is an unwritten 
understanding between consumer and 
manufacturer, buildings and their systems need 
to last more than just a few years. If a building 
owner wishes to switch to a newer generation 
of products, the manufacturer could offer a 
replacement incentive in the form of a new 
purchase discount. 
For now, until the industry re-imagines the 
specification process to match technology cycles, 
the process must become more transparent. 
Otherwise, future lighting achievements and 
solid-state lighting’s continued progress will 
continue to be at risk. 


Elizabeth Donoff, Editor-in-Chief 
edonoff@hanleywood.com 


LIGHT 
DEFINES 
THE EXPERIENCE 


US National Archives and Records Administration 
Washington, DC 


2014 AL Light and Architecture Design Award winner. 


At the US National Archives, designers Available Light 
used Lumenpulse luminaires with high CRI to improve 
the visitor experience and meet strict conservation 

requirements. Read the whole story at lumenpulse.com. 


lumenpulse 


Sustainable architectural LED lighting systems 
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PHIL GABRIEL 


1939-2014 


A greot advocate of the 
profession ond of lighting 
education, his efforts on 
behalf of the lighting design 
community will be missed. 


text by Elizabeth Donoff 
photo by John Kealey 
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Lighting designer Phil Gabriel passed away 

on Aug. 9. Trained in architecture and interior 
design at Pratt Institute in Brooklyn, NY., in the 
early 1960s, Gabriel started his professional 
career in New York working in the offices of 
architects Marcel Breuer and Edward Barnes 
among others. While a student at Pratt, he 
entered and won an Illuminating Engineering 
Society student lighting competition, and at the 
awards dinner, Gabriel met lighting designer 
Howard Brandston. The meeting served as the 
start of their life-long friendship. 

“Knowing Howard Brandston over those 
years and being in and out of his office and 
seeing how he worked, this formed a model 
for me of how to practice,” Gabriel said during 
a One-on-One interview for ARCHITECTURAL 
LIGHTING that appeared in our Jan/Feb 2014 
issue. 

In the early 1970s, Gabriel moved to Canada 
and opened his own firm, Gabriel/design (now 
Gabriel Mackinnon). Over time, the office 
developed a project portfolio that included 
a diverse range of work, including schools, 
theaters, museums, hotels, stores, churches, 
and historic restorations. His design philosophy 
focused on solutions “where the light reveals a 
space without drawing attention to itself.” 

Gabriel was committed to his profession 
and educating the next generation of lighting 


get u 
a 


designers. He was a fellow of the International 
Association of Lighting Designers (1ALD) and 
president of the association in 1998-1999. 
He was also a fellow and past president of the 
ational Capital Section of the Illuminating 


Engineering Society. 

Education, in his mind, was the essential 
cornerstone to the future longevity of the 
profession. He was passionate about lighting 
education and served as president of the [ALD 
Education Trust, helping to establish the Trust's 
Ambassador Program that connects lighting 
design students at the university level with 
ighting design professionals. 

“Any profession has a strong academic 
educational base; that's what holds it together,” 
he said during our interview. “Lighting is so 
young and dispersed. We need university 
degrees in lighting design. We can't continue 
o be satisfied with people coming out of 
architecture, interior, and theater schools with 
only a tiny bit of lighting experience. There are 
only 20-plus programs worldwide that offer 
some kind of lighting degree, and just seven in 
the U.S. We need to help grow their programs. 
It is essential to the future of our profession.” 

A memorial service for Gabriel was held 
on Sept. 23 at the National Gallery of Canada. 
Donations in his honor can be made to the IALD 
Education Trust at ialdorg/trust. + 


ERCO s 


2 
ży 


I'm a lighting designer. 

| make the invisible visible. 

And give rooms their own soul. 

Light is everywhere and everywhere is light. 
That's why I travel everywhere to look at light. 
Each place has its own magic. 

A magic that is forever different. 

Forever new. 

This I take with me. 

The different and the new. 

This is how my light should be. 

I'm a lighting designer. 

| make the invisible visible. 

And give rooms their own soul. ~ 


Inspiration is found wherever you look for it. 
Find your lighting solution at www.erco.com/inspirations 


Light Factory. 


STEVEN ROSEN 
APPOINTED IALD 
EDUCATION TRUST 
PRESIDENT 


text by Elizabeth Donoff 


In mid-July, the International Association of Lighting 
Designers (IALD) Education Trust announced that 

its board of directors had met and, by special vote, 
appointed Steven Rosen, principal and creative director 
of Salem, Mass.-based lighting design firm Available 
Light, to succeed Ron Naus as its president for the 
remainder of the 2014-2015 term. Naus, president of 
B-K Lighting and TEKA Illumination, was serving as [ALD 
Education Trust President when he suddenly passed 
away on May 31. » 


To read the full version of this article at archlighting.com, 
go to bit.ly/1IXOPHY. 


U.S. DEPARTMENT OF ENERGY'S 
SOLID-STATE LIGHTING PROGRAM 
CONTINUES TO PROVIDE LATEST 
LED LIGHTING INFORMATION 


text by Elizabeth Donoff 


The U.S. Department of Energy’s (DOE) Solid-State Lighting (SSL) program continues to serve 
as an important testing and information resource for LED lighting products for the lighting 
design and specification community. Through its many initiatives such as R&D Workshops, 


CALIPI 
can access the latest information on LI 


. 


. 


ER testing program, Gateway Demonstrations, and LED Lighting Facts, lighting specifiers 
ED advancements and installations. 


Throughout this year, the DOE has issued several reports and lighting facts sheets. Here is a 
snapshot of some of the key ones: 


CALIPER Report 22: LED MR16 Lamps (Originally 
issued June 2014, Updated Sept. 2014); 
Lusa.gov/YYwvTm 


Energy Savings Forecast of Solid-State Lighting in 
General Illumination Applications (August 2014); 
Lusa.gov/ZrAlif 


Dimming LEDs with Phase-Cut Dimmers 
Originally issued October 2013, 
Updated August 2014); 1.usa.gov/1uKnNTo 


CALIPER Snapshot: Outdoor Area Lighting 
July 2014); 1.usa.gov/1uKnPLO 


CALIPER Snapshot: Indoor LED Luminaires 
May 2014); 1.usa.gov/1uKnPLO 


Lighting for Health: LEDs in the New Age of 
Illumination (May 2014); 1.usa.gov/1r2IxGE 


CALIPER Report 21.2: Linear (T8) LED Lamp 
Performance in Five Types of Recessed Troffers 
(May 2014); 1.usa.gov/ImfYY1t 


CALIPER Report 21.3: Cost-Effectiveness of Linear 
(T8) LED Lamps (May 2014); 1.usa.gov/1ATeKjL 


CALIPER Report 20.2: Dimming, Flicker, and Power 
Quality Characteristics of LED PAR38 Lamps 
(March 2014); 1.usa.gov/1rfn4JZ 


All of these reports, including those from past 
years, are available at the DOE’s SSL program 
website: sslenergy.gov. * 


United Kingdom-based 
tea and fine foods 
purveyor Fortnum © 
Mason tapped Speirs + 
Major for the lighting 
design of its first new 
store in London in 

more than 300 years. 
Completed this past 
November at the 

St. Pancras International 
transportation center, 
the 2,000-square-foot 
interior pairs retail space 
with a tea salon. The 
lighting highlights the 
architectural elements 
and showcases products 
while welcoming 
customers to break for 
tea and a light meal. 
Read the full story online 
at bitly/1ATb95t. 


e Industry Briefs and Co. Buzz: Visit ARCHITECTURAL LIGHTING online for the latest industry news and updates: archlighting.com/news-and-opinion/industry. 
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Top: Courtesy IALD; Bottom: James Newton 
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A VAN ZA 


Sophisticated. Reliable. Brilliant. The new Avanza has efficient 
high-powered LEDs combined with innovative free 
form reflectors producing superior performance. The 
Selux Cross Beam Technology (CBT) creates harmonious 
brightness transitions for optimal visibility and a 
unigue appearance. Avanza is available in two sizes 
and provides light which expands industry standards 
making it a convincing overall package. 

selux.us 


TANGENT-Down" 
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Traditional Jewelers - Newport Beach, CA 


Solid-state and traditional technology working together seamlessly... 


These beautiful application photos show VoksLyte s TANGENT-Down™ in a recessed configuration. A perfect circle compliments 
the curved architectural ceiling, and a custom sweeping curve follows the perimeter of this beautiful space. 


Custom FCLS-Slim cold cathode fixtures from Cathode Lighting Systems provide the beautiful even glow from the circular indirect 
light cove. 


1> VOKSLYTE 


Merging the art of metal and the science of light 


www. VoksLyte.com Visit us at ELS Expo New York City November 19-20 * 2014 Made in the USA 
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REPORT 

CO NTRO L LI N G With the latest version of Title 24, Part 6, the 
California skyline is about to surrender some of 
its 24/7 nocturnal glow. The goal is for offices, 

l N T E R ESTS corridors, stairwells, library stacks, parking 


garages, and other intermittently used structures 


Colifornio's Title 24, Port 6's new standards mondote to cease producing widespread MEHR RETE 


ap. apre, 8 i ; and light pollution. Retrofitted buildings 
flexibility in controls and greater lights-out time. will have toincorporate'taskappropriate 


technologies; in new construction, sensors, 
timers, and dimmers will be standard equipment. 
Commissioning and acceptance-testing 
requirements will thwart loophole-hunters by 
linking certificates of occupancy to functionality. 
For designers, contractors, and owners, this 

means some substantial up-front costs, and 

text by Bill Millard for the controls industry, some expanding 

illustration by Tang Yau Hoong opportunities. For other states and the federal 
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government, it’s an experiment to watch, 
and perhaps to emulate, especially if controls 
manufacturers nationwide and regulators 
in other jurisdictions look to California as a 
bellwether. “We're under state mandate, by 
2020, [for] residential [energy use] to be net 
zero, and 2030 [for] commercial to be net zero,” 
says Chip Israel, CEO and founder of Lighting 
Design Alliance in Long Beach, Calif. 
Some Californians view this change as 
welcome, even overdue; others, as unsettling. 
“In the professional community, people are 
reasonably well prepared,” observes Darrell 
Hawthorne, principal of Architecture & Light in 
San Francisco. The lay community, in contrast, 
has struck him as “not prepared.” Uncertainty 
over what the code would require drove a 
scramble for early permits before it took effect. 
“We saw a big spike of work right before 
the [July 1] deadline [for the 2013 version of 
Title 24, Part 6] going into effect,” Israel says. 
Contractors unfamiliar with lighting designers’ 
“controls narrative,” he adds, have found 
the requirements particularly confusing; the 
clearer the design rationale and the better the 
communications among designers, owners, and 
on-site personnel, the smoother the adjustment. 
Approval is not universal. Sean O'Connor, 
principal of Sean O'Connor Lighting in Beverly 
Hills, Calif., minces no words in articulating the 
concern shared by many: “The new Title 24, Part 
6 is completely unrealistic, both in terms of LPD 
lighting power density], added costs to clients, 
and availability of product to meet some of these 
equirements. ... More than any other standard to 
date, the new T24 requirements for equipment 
are not able to be met by more than a select 
few manufacturers, and those manufacturers’ 
products may not be architecturally compatible 
or may be too high-end or too low-end for a 
project. We are not in a good place to do our job, 
and our clients suffer because of it.” 
Hawthorne, though, points to the big picture, 
where the gains outweigh the transitional 
speedbumps: “This is a huge surge forward 
in terms of energy efficiency [and] the 
development of more sophisticated lighting 
controls.” Those who have worked to shape the 
standards and those who chafe under them 
agree on one point: the new Title 24, Part 6 
disrupts business as usual. Professionals who 
are ready for its emphasis on controls and 
system integration stand to benefit as California 
leads the way toward an era of stricter uses and 
management of lighting. 


WHAT IT DOES—AND DOESN'T — MEAN 

Every three years, California Building Standards 
Commission officials update Title 24, the 

state building code, of which Part 6 (under the 
California Energy Commission [CEC]) governs 
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energy use, including building envelope 
measures, mechanical systems, and process 
power loads as well as indoor and outdoor 
lighting (governed by Section 130 of Part 6). 
Along with ASHRAE Standard 90.1 and the 
International Energy Conservation Code (IECC), 
Title 24, Part 6 is one of the nation’s three 
major systems for measuring and controlling 
buildings’ energy performance. 
The core rationale for the 2013 version 

of Title 24, Part 6, which replaces the 2008 
standard and took effect on July 1, 2014 (after a 
six-month shift in the original Jan. 1 deadline), 
is as simple as picking low-hanging fruit. “If no 
one's there, why do we need to be using this 
much energy to light spaces that don't need it?” 
asks Kelly Cunningham, outreach director at the 
California Lighting Technology Center (CLTC), 

a research, development, and training facility 
based at the University of California, Davis. 

Commentators point out that the most 
important changes in the new Title 24, Part 6 
pertain to the power consumption of luminaires 
in unoccupied or intermittently occupied 
spaces and the processes for certifying that 
new or retrofitted buildings are in compliance. 
Cunningham emphasizes a key distinction, 
commonly misunderstood: “The code is not 
dictating a reduction in light levels by X percent; 
its power.” For new residential projects, CEC 
classifies every luminaire as high-efficacy or 
ow-efficacy, with separate switching for the two 
ypes; a luminaire that can accept a low-efficacy 
amp or has not been certified does not qualify 
as high-efficacy. LED luminaires for indoor 
residential use need a color rendering index 
CRI) of 90 and a correlated color temperature 
(CCT) of 2700K to 4000K to qualify as high- 
efficacy. The code requires a minimum of 50 
percent high-efficacy lighting, measured by total 
wattage, in kitchens; at least one high-efficacy 
uminaire in bathrooms; high-efficacy lighting 
with vacancy sensors in garages, laundry rooms, 
and utility rooms; either high-efficacy luminaires 
or controls in hallways, bedrooms, living, and 
dining rooms; and for outdoor lighting, either 
high-efficacy luminaires or, for low-efficacy 
uminaires, non-overridable controls. 

Gary Flamm, a consultant who supervised 
the CEC’s Building Standards Development 
Unit and served as lighting lead contact until 
his retirement last February, observes that 
esidential spaces are harder to regulate than 
nonresidential. “While you can assign a watt- 
per-square-foot allotment to non-residential, 
you cannot make that corollary to residential, 
because residential does not have uniform 
ighting.” The widespread assumption “that 
there are limits to illumination in residential 
ighting is simply not true,” Flamm says. As 
Hawthorne notes, “The CEC has treaded very 


Contractors unfamiliar with 
lighting designers’ “controls 
narrative,” Chip Israel says, 
have found the requirements 
particularly confusing; 

the clearer the design 
rationale and the better 

the communications among 
designers, owners, and on- 
site personnel, the smoother 
the adjustment. 


lightly about how they have regulated lighting 

in residences.” 
For nonresidential buildings, in contrast, 

detailed specifications call for combinations 

of five strategies — dimmers, sensors, timers, 

manual controls, and demand-response 

capability —in different typologies and 

conditions. Among salient points in the 

code, areas larger than 100 square feet need 

multi-level controls or continuous dimming, 

meeting a set of uniformity requirements for 

each luminaire type; each luminaire needs to 

be connected to at least one of five types of 

controls (manual continuous dimming with 

on/off switching, lumen maintenance, tuning 

maximum light levels at a level lower than 

full power, automatic daylight controls, or 

demand response controls). Classrooms are 

an exception to the multi-level requirements; 

if they have a connected general lighting load 

less than or equal to 0.7W per square foot, 

they need at least one control step between 

30 percent and 70 percent of full power. 
Another new aspect of the stricter 

regulations is the proportion of floor area 

required to be in daylighting zones; it has now 

risen to 75 percent (higher than the 2008 code's 

50 percent) and applies to buildings greater 

than 5,000 square feet (formerly 8,000). Indoor 
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“It is critical that specific issues that are encountered be 
brought to the attention of the CEC to say ‘| have this 
building, and this application, and it is not technically 
feasible for me to do all five of these lighting controls.’ 
The CEC will not know that if it is not brought to their 


attention.” —Gary Flamm 


parking areas and secondary spaces have also 
now been added to the areas needing occupancy 
sensors (along with offices above 250 square 
feet, conference rooms, multipurpose rooms, 
and classrooms); sensors must cut power by 50 
percent when corridors, stairwells, warehouse 
aisles, and library stacks are unoccupied; 
security and egress lighting-allowance maxima 
drop from 0.3W to 0.2 W per square foot when 
buildings are occupied. 
Demand-response-capability requirements 
expand considerably in the updated Part 6. The 
2008 version confined these requirements to 
retail buildings with sales floor areas greater 
than 50,000 square feet. The new code calls 
for all nonresidential buildings greater than 
10,000 square feet to be able to respond to a 
signal cutting lighting power at least 15 percent 
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below maximum. This provision pertains to 
functionality only, Flamm adds; activating this 
function is a separate private arrangement 
between system owners and utilities or other 
central signaling sources, such as home offices 
for chain commercial buildings. The CLTC 
summarizes the regulations online at 
cltc.ucdavis.edu/title24. 


HOW THEY GOT THERE 

Although from some perspectives the new 
code looks draconian, it’s by no means 
arbitrary. The process of code revision 
includes three phases that overlap each 
other on the triennial cycle, Flamm says. In 

a pre-rulemaking discovery phase, efficiency 
advocates propose ideas to modify current 
standards, and CEC staff consider unresolved 
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issues from previous versions. These parties 
then negotiate a feasible scope of work for 

the period. Advocates vet their ideas in public 
workshops with stakeholders, including 
manufacturers, consultants, electrical engineers, 
building department representatives, and 
designers, followed by staff workshops and 
recommendations to the five commissioners. 
The federal Administrative Procedure Act 
stipulates a 45-day public comment period 
before a formal rulemaking proceeding; 10 days 
of addressing issues of cost, technical feasibility, 
and energy savings; another posting of “15-day 
language" for comment; and finally a CEC vote, 
provided no legitimate complaints have arisen. 

“The energy-efficiency advocates always want 
to go a lot further than the Energy Commission 
feels like it has the resources to go, Flamm 
says. The negotiations sometimes produce rules 
that draw poor reactions and are later dropped, 
such as the 2008 code s requirements for 
programmable clock thermostats in residential 
and light commercial settings. 

Considering 'unintended consequences that 
may happen if the right stakeholders are not 
looking over California s shoulders, not on 
purpose, but because nobody knows everything,” 
Flamm says, he recommends that more 
professionals get involved in the rulemaking 
process, offering feedback to the CEC through 
its website, energy.ca.gov. Flamm agrees that 
the code does not always match every project 
circumstance. “It is critical that specific issues 
that are encountered be brought to the attention 
of the CEC to say, I have this building, and this 
application, and it is not technically feasible for 
me to do all five of these lighting controls. The 
CEC will not know that if it is not brought to 
their attention.” 

The CEC looks at two chief criteria when 
considering a provision, Israel says: fair practice 
and metrics derived from existing well-designed 
projects. The new standard also affects incentive 
programs offered by California s public utilities 
(the three majors being Pacific Gas and Electric 
Co., Southern California Edison, and San Diego 
Gas & Electric) for energy-conserving upgrades. 
“Title 24, Part 6 is set as the baseline in terms 
of what you can incentivize,” Cunningham says. 
“You have to be beyond code in order to receive 
an incentive from the investor and utilities.” 

She notes that certain technologies need to 

be graduated out of the incentive portfolio 

as the code already mandates that they be 
implemented. Further complicating the process 
is the fact that the majority of the building 
stock does not comply with the code that just 
went into effect July 1. “They're not even up 

to the 2008 code,” Cunningham says. Another 
important change, she adds, is having state 
codes align with national codes, so that there is 


more consistency between the required criteria. 
Cunningham also notes that end users who 
have seen demonstrations of premium systems 
sometimes overestimate the complexity of the 
new requirements. Title 24, Part 6 “offers quite 
a few ways to comply with the controls portion 
of the code without doing what one might 
imagine as the Cadillac kit—the networked 
control system with all luminaires dialed into a 
sophisticated software to monitor energy use.” 


THE CERTIFICATION PROCESS 
The nonresidential Title 24, Part 6 rules are 
igorous enough to require a certification 
process for test technicians—the California 
Advanced Lighting Controls Training Program 
(CALCTP)— requiring recertification each 
ime the codes change in the future. This new 
equirement “will cost approximately the same 
ate as an electrician in terms of their hourly 
cost to add to the job,” Cunningham says. “But 
he hope is that it reduces cost later when 
hings aren't harvesting the amount of energy.” 
CALCTP is also a way for the CEC to catch up 
on implementing the certification process. “It’s 
no longer the responsibility of the local building 
official,” Hawthorne says. He speculates that a 
gap may appear between the intentions behind 
the acceptance-testing provision and the results 
in the field, depending on how rigorously the 
standards are applied. 

“Why the CEC has gone about it the way they 
have, I have no idea. They have a whole fleet of 
people out there that were the logical candidates 
o become the people to do this, and it’s the 
people who do inspections for the Division of 
he State Architect. The [CEC] could have folded 
it into that program. Instead, they re doing it 
privately. They re creating a whole other business 
group. Consequently, the greatest potential 
unintended consequence of the new code, 
Hawthorne says, is a scenario where contractors 
have a financial motive to influence or abuse the 
certification process, perhaps setting up “a kind 
of dummy business” with acceptance testing 
essentially amounting to self-certification. “Its 
taken the authority [or] obligation for verification 
out of the public sphere and put it into a private 
contracting sphere,” Hawthorne says. “I think 
that the CEC needs to develop a program in 
which inspecting agencies, not independent 
contractors, are responsible for that, [but] they 
just didn't have the time or the ability to do that. 
They re walking into new territory.” 

Such scenarios conceivably represent as 
substantial a stimulus for California s legal 
profession as the dimmability requirements 
create for manufacturers of controls and LEDs. 
CALCTP addresses the possibility explicitly: its 
Acceptance Testing Policies Manual includes a 
section on “conflict of interest and appearance 


of impropriety.” It is too early to tell whether 
such practices are arising, but Hawthorne 
describes it as the largest potential unintended 
consequence of the new program. 


WHERE CALIFORNIA GOES, 

WILL THE NATION FOLLOW? 

These changes appear in a context of urgency 
and opportunity. California has long led the 
nation in controlling energy use per capita. 
Buildings account for 39 percent of the U.S. s 
primary energy consumption, and lighting 


No. 8 FIXTURES ARE EXQUISITELY CRAFTED AND DELIVER 
THE FINEST AND MOST CONSISTENT LIGHTING AVAILABLE. 


WE INSIST ON No. 8 FOR ALL OUR INTERIORS. 


is the highest portion (28 percent) of that 
total. Evolution in lamp technology has made 
inroads, but the greatest potential gains come 
from reducing waste use: reducing operating 
hours, reducing watts used when lights are 
on, reducing the associated cooling load, and 
in turn maximizing the purposeful use of 
sunlight. In lighting power use, as in vehicular 
emissions standards, California may remain 
more stringent and progressive than the 

rest of the nation while nudging national 
standards forward. » 


— JEFFRY WEISMAN 6 ANDREW FISHER 
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IN FOCUS 


TARLI HT At the completion of the Museum of the City 
of New York's (MCNY) recent S90 million 
renovation, museum director Susan Henshaw 


: , Jones sensed that something was missing. It 
A precise constellotion of LEDs tokes shope ond becomes the lacked, she felt, the right amount of “spirit” 
focal point for the Museum of the City of New York s lobby. in its public space. To get to the heart of the 
problem and find a solution, she called on 
architects Chris Cooper and Wendy Evans 
Joseph of New York-based Cooper Joseph 
text by Aaron Seward Studio, who had previously designed a 


Eduard Hueber/Arch Photo 
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The E1- Indirect LED luminaire renders gravity-free slivers of light so powerful, so 


simple and flexible, you can imagine it anywhere — from open-plan collaborative 
areas to boardrooms, private offices, reception areas and the pathways in-between. 


Rectangular, square and linear configurations available. 
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pop-up site for the museum at the South 
| Street Seaport. 
When the architects visited the museum's 
landmarked Colonial Revival building on the 
ath Maceo” Upper East Side, they found that, while the 
PEJA ! ! recent work had indeed provided fine gallery 
' paces for the institution, it had neglected to 


\ 


e we. BB s 
i ; D take advantage of the historic building's primary 
t asset: a sweeping, semi-circular marble staircase 
that ascends from the lobby to the second floor 

in a soaring rotunda decked with fluted columns 
and pilasters, ornamental wrought-iron railings, 
and topped by a 19th century chandelier. 

This is where Cooper and Joseph decided 
to make their mark. “We said, Let's take the 
historic chandelier out and replace it with a 
two-story dynamic sculpture that animates 
the space and pulls you up the stairs,’” Cooper 
says. ‘We decided to paint the rotunda all white 
to neutralize the historic detail and then put 
seating under the installation and a café on the 
second floor. Those simple moves changed the 
whole core of the museum.” 

In deciding what the dynamic sculpture 


Starlight's matrix of more than 
10,000 individual LEDs creates 

a contemporary pattern of 

light that juxtaposes with the 
architectural details of the 
Museum of the City of New York's 
Colonial Revival style building. 
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should be, Coo 


per and Joseph were constrained 


by a tight budget. “We were enamored with 


the concept of 
white light tha 


a precise matrix of points of 
would create a 3D moiré effect,” 


Cooper says, but “we had a limited budget for 
our ambitions. That helped us edit it down from 
programmability and changeability; it also took 
out the idea of color and kept it simplistic.” 

With that design brief in hand, the two 
designers went in search of a fabricator. A 
reference from Tod Williams Billie Tsien 
Architects led them to Kenzan Tsutakawa- 
Chinn of Studio 1Thousand, an LED-based 
lighting design consultancy based in New York. 
Tsutakawa-Chinn intrigued Cooper and Joseph 
because he was interested in seeing the project 
through from engineering to installation. 
“That's very unique,” Cooper says. “There are 
not many people who are interested in design 
and installation. He's also interested in the 
optical effects of light, not just the mechanics, 
so he was able to talk to us about that as well 
as the fabrication.” 

Cooper Joseph and Studio 1Thousand 
worked back and forth over the course of three 
months on the design of what became known 
as Starlight. The $100,000 budget determined 
the number of LEDs possible, and the architects 
used that number to refine a 3D grid pattern, 
circular in elevation, of 10,486 LEDs. They used 
Rhino to model the geometry and Autodesk 3ds 
Max for renderings and animations. The result 
fills an area 22 feet tall by 15 feet wide by 3 feet 
deep, and is composed of 219 'vines —seven 
deep by 31 wide—or groups of three cables, 
atop each of which is suspended, in a precise 
5%-inch geometry, a series of triangular circuit 


Pavel Bendov 


06 -/ 
bartco 


VISIONS BROUGHT TO LIGHT™ 


/ To green the earth, to share the glory 


‘LED Commercial Lighting Expert | LED ILARIBFRER 


A Leading Manufacturer of LED Lights In China 


Where there is 
LIGHT 
There is 
TORSHARE 


$ 13225, | e. TorshareLtd 


z „III ape. | Add : Bao'an District, Shenzhen, 
pis 6 legi Guangdong, P.R.China 
a : da Tel:+86—755—29833929 
a sja : NU | i FF v Fax:+86-755-29833930 
M sA + w 
FA | W 7 


E-mail:sales@torshare.com 
www.torshare.com 


> cm 


boards with LEDs on the top and bottom. Two 
of the cables in each vine bring power down 

to alternating circuits, reducing the amount of 
drag on the 12V DC coming down the line. The 
third handles the return current. Stainless steel 
counterweights, 4 ounces each, hold the vines 
in tension. Overall, the light sculpture uses 
1,131W and puts out 71,304 lumens of 2700K 
white light. 

In the early stages, the team played with the 
idea of using diffusers around the LED circuit 
boards, but the strategy was soon discarded. 
“Chris was concerned that we were going to 
see all this construction, the little triangles,” 
Tsutakawa-Chinn says. “My point was that 
once you see the light, you re not going to see 
anything around it for 3 or 4 inches,” and Studio 
+Thousand constructed a prototype to prove 
hat point. It was then determined that the most 
important aspect of the piece was to ensure that 
he geometry of the matrix was rigidly adhered 
o in the final installation, so the team set a 
olerance of 0.007 inches. 

Starlight s LED strands were assembled by 
Rush Design, Studio1Thousand's fabrication 
partner, in Rush Design’s Portland, Maine, and 
Brooklyn, NY. workshops. The team built a series 


Starlight, Museum of the City of New York, New York 


Studio 1Thousand, New York 
wide by 3 feet deep, and 15 feet in diameter 
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LED Detail; Section at Lobby 
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of motherboards, each containing 220 of the 
triangular LED circuits, and ran them at 100 
percent for two weeks, tossing out the ones that 
failed. LEDs from different bins were used on the 
motherboards so that any variation in color that 
did exist would not be noticeable. “When you see 
a field of lights that big, if there’s any variation 
you would see it from one region to the next, 
even [if it’s only] a five to seven percent change 
in color,” Tsutakawa-Chinn says. “If it’s mixed, 
you won't notice it. The eye is a magnificent tool 
hat [can] handle many variations.” The circuits 
were then soldered onto the vines. 

Installation of the sculpture occurred in 
wo phases: first the supporting structure and 
hen the chandelier elements. The structural 
engineers called for suspending the chandelier's 
supporting frame from Lindapter clamps affixed 
o the wide-flange, steel sections in the ceiling. 
Originally constructed in 1932, the building’s 
structural members were encased in concrete 
as a form of fire protection. That meant that a 
certain amount of concrete had to be chipped 
away to make room for the clamps. Once this 
was done, the frame was attached to the clamps 
and a second frame, which hinges down to the 
ceiling, was attached to it. 


$100,000 


Not applicable 


Museum of the City of New York, New York 
Rush Design, Westbrook, Me. (Starlight fabricator) 
1,130W (total) 


The team then drilled holes in the second 
frame to suspend the sculpture. According to 
Tsutakawa-Chinn, the installer drilled a first set 
of holes, but then, after scrutinizing them from 
he ground, didn't like where they fell. He then 
drilled another set of holes about 1.25 inches to 
he left. “He puts the whole thing back and says, 
‘We're good, ” Tsutakawa-Chinn says. “It took us 
about a week and was pretty straightforward: 
just attached it to the base plate, let the whole 
hing drop, and then attached the weights to 
he bottom.” 

Technical exactness mixed with a dose of 
on-site intuitive installation methods, provided 
one of the most rewarding moments during 
the install. “We're in the café space at 11:30 at 
night, bleary eyed, crazy from installing and not 
sleeping, when we notice that the center line 
of the chandelier lines up with the center line 
of windows behind it. It also lines up with the 
wrought-iron railings and with a seam in the 
floor tiles. All four of those things were lining 
p perfectly,” Tsutakawa-Chinn says. “The guy 
installing [the chandelier] had no idea. He had 
kind of drawn the theoretical center [of the 
piece]. [It's] one of the craziest things I've 
ever seen. « 
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Cooper Joseph Studio, New York 
22 feet tall by 15 feet 


Left: Courtesy Studio 1Thousand; Right: Courtesy Cooper Joseph Studio 
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PRODUCTS 


ON DISPLAY 


High-efficacy directional light ond appealing 
forms suit these luminaires for use in retail 
and hospitality opplicotions. 


text by Hallie Busta 


Silenzio, Luceplan « A suspended drum shade 
upholstered in Kvadrat's 90% wool, neutral-toned Remix 
2 textile absorbs sound while serving as a showpiece in 
hospitality spaces. Three 20W LED, 105W halogen, or 
23W/27W fluorescent E27-base lamps illuminate this 
indoor luminaire, which is offered in diameters of 35.5", 
47", and 59". The shade can be specified in a variety 

of colors. * luceplan.com 


Dome Arc Chandelier, jGoodDesign + 

An arched brass rod supports two hand-blown glass 
diffusers to soften the look of this industrial material 
pairing in jGoodDesign's Dome Arc Chandelier. An E12 
base supports incandescent, LED, and fluorescent 
lamps. The luminaire is offered in a range of sizes 
and finishes with glass options including amber, black, 
bronze, clear, and steel blue. e jgooddesign.com 
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MX Recessed Multiples and Track 
Luminaires, Intense Lighting + For spot and 
accent lighting in retail spaces requiring directional light, 
this family of LED recessed multiples and tracklights is 
available in 2700K, 3000K, 3500K, and 4100K with a 
CRI of 82, and 2700K and 3000K at a CRI of 92. Each 
14W trackhead delivers 1,000 lumens and all models 
offer 12-degree spot, 24-degree narrow flood, and 
36-degree flood beam angles. « intenselighting.com 


Super Pulse Start Ceramic, Venture 
Lighting + The Super Pulse Start Ceramic lamp 
series offers high-efficacy, warm 3000K light to help 
designers showcase colorful products in retail spaces. 
The line includes MR16, T6, PAR30, and T12 variations 
from 2800K to 4200K and a CRI range from 66 to 90. 
For use in track, downlight, high-bay, and wall-mounted 
fixtures in retail applications. ə venturelighting.com 


E15 LED Track Spot, Bruck Lighting « An 
extruded-aluminum housing doubles as a heat sink for 
this dimmable, track-mounted spot fixture by Bruck. The 
E15 LED uses a Xicato cold remote-phosphor module 
with a two-step MacAdam ellipse for 2700K, 3000K, 
3500K, and 4000K at a CRI of either 80-plus or 97-plus. 
The spot is offered in 700-lumen and 1,000-lumen 
variations, each consuming 15W, and with 20-, 40-, 

and 60-degree reflectors. * brucklighting.com 


Scotch Club, Marset «+ Barcelona, Spain-based 
designer Xavier Maäosa and Turkish studio Mashallah 
re-imagine the 1970s disco ball as a luminaire. Scotch 
Club includes pendant, wall-sconce (shown), and ceiling- 
mounted versions. Each features a ceramic shade 
whose 72 internal facings work with a lacguered metal 
reflector to diffuse light. The wall-sconce takes two 
18W E26 CFLs or two 18W G24 LEDs. « marsetusa.com 


Steampunk Sconce, Boyd Lighting + An 
oval-shaped glass diffuser and riveted bracket puts 

a modern spin on Victorian-inspired design in Boyd 
Lighting's Steampunk Sconce. The candelabra base 
is lamped with a T6.5 60W incandescent that is 

left exposed to illuminate hallways, living areas, and 
entryways. The glass can be leafed with yellow and 
white gold and aluminum. The fixture measures 1754" 
tall by 434" wide by 4" deep. e boydlighting.com 
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TECHNOLOGY 


This is the fourth article in AL's 
multi-part series examining 

the critical issues in solid-state 
lighting. Visit archlighting.com 
for the previous articles in 

the series, which discussed 
dimming, flicker, and color. 


text by Alice Liao 
art by Chris Wood 


Even the most efficient light sources 
would be rendered useless without 
high-quality optics. A compact 
fluorescent lamp, for example, can 
lose up to 70 percent of its light if 
paired with an inappropriate optic, 
says Nadarajah Narendran, director 
of research at the Lighting Research 
Center (LRC), in Troy, NY. Likewise, 
the touted efficacy of LEDs wouldn't 
exist without the right optics. 
Designing lenses and reflectors 
for solid-state lighting requires 
more than scaling them down from 
legacy sources. Yes, LEDs have 
smaller form factors than their 
conventional counterparts, but 
they differ in how they emit light. 
Incandescents illuminate in 360 
degrees but LEDs are directional, 
illuminating only 180 degrees. This 
stems from the design of an LED 


J UNDERSTANDING 
| OPTICAL PERFORMANCE 


SOLID-STATE LIGHTING CAN OFFER UNPARALLELED PERFORMANCE 
IF ACCOMPANIED BY THE RIGHT LENSES AND REFLECTORS. 


package, typically comprising: one 
or more semiconductor chips, or 
die, mounted atop heat-conducting 
material; a primary optic—a lens 
or encapsulant —that encloses the 
die; and components to regulate 
heat and power. When current is 
applied, the chips produce light 
through electroluminescence. 
Conventional lamps emit light 
via radiance or fluorescence. The 


source is surrounded by glass, metal, 


and acrylic reflectors that capture 

the omnidirectional light, guide 

it into the specified distribution, 

and work with lenses and optical 

accessories, such as louvers and 

baffles, to further shape the beam. 
Although the output from 

LEDs is more concentrated, the 

distribution is too broad for most 

applications, and the light lacks 


intensity over distance. Therefore, 
LED lamps and fixtures typically 
incorporate one or more secondary 
optics, which can consist of lenses, 
reflectors, total internal reflection 
(TIR) optics (a lens and a reflector), 
and diffusers that collect the light, 
magnify its intensity, direct it to a 
target surface, and then blur it to 
enhance beam and color uniformity. 
Choosing the appropriate 
optic depends on the application. 
Reflectors and TIR optics, which 
are common in LED MR16s and 
directional lighting, both have their 
advantages and disadvantages, 
says Frank Shum, vice president 
of LED products for Soraa. 


REFLECTORS 


Reflectors are simpler to implement 
and less expensive to manufacture 
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Typical LED Package 
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than TIR optics. How well they 
collimate light — or propagate 
light into parallel rays — depends 
in part on their shape. Faceting 
or segmenting the surface can 
improve beam uniformity, as can 
applying different textures or 
finishes. If needed, lenses can 
further diffuse the light. 

But reflectors don't solve 
everything. Light from an LED 
can evade parabolic reflectors, for 
example, and become spill light 
or, worse, glare. Moreover, many 
reflectors are vapor-coated with 
aluminum, a conductive material 
that can cause electrical shorting. 
Manufacturers can separate the 
reflector and LED circuit board 
with an insulating material, but the 
farther an LED package is to the 
reflector's input aperture, the less 
a reflector can “capture as much of 
the light as possible and re-direct it, 
says Catherine Leatherdale, product 
development specialist at 3M. 

New specular films, such as 3M's 
recently introduced D50 series, 
are closing that gap. Made from 
polymeric material, these films can 
be applied onto a plastic substrate 
and are non-conductive, highly 
reflective, and, in some cases, 
optically superior to aluminum. 
Alternatively, a specular polymer can 
be custom molded into reflectors to 
control the light precisely, enhance 
surface reflectance, and sit close to 
the LED. 
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TIR OPTICS 
Designed around the phenomenon 
where light traveling from one 
medium to another of lesser optical 
density hits the interface at an 
angle and reflects with 100 percent 
of the beam energy, TIR optics, or 
TIR lenses, consist of a refractive 
lens nestled inside a reflector and 
are typically cone-shaped with 
optical efficiencies as high as 92 
percent. The lens directs light from 
the source's center to the reflector, 
which sends it out in a controlled 
beam. An additional surface over 
the assembly provides another 
opportunity to modify the light. 
Generally injection-molded from 
polymers, TIR optics are sculpted 
to a precise beam pattern with a 
variety of surface treatments — 


such as rippling, pillowing, or 
polishing — to diffuse the light, 
widen the beam spread, or shape 
distribution. Injection molding, 
however, limits lens size and wall 
thickness, typically to 0.5 inch. The 
larger the optics, the greater the 
risk of shrinkage and distortion. 
Maintaining a higher temperature 
and pressure on the machines for a 
longer time period can reduce the 
risk, Shum says, but at a cost. 

TIR optics capitalize on 
characteristics unigue to LEDs. 
Unlike incandescents, which radiate 
heat outward, LEDs send heat out 
their base, allowing TIR optics to 
fit snugly over their domed top. As 
a result, says Chris Bailey, director 
of the Lighting Solutions Center 
at Hubbell Lighting, “LEDs afford 
an opportunity for the designer 
to extract light directly from 
the source and precisely direct 
it through key vertical and 
horizontal planes.” 

Though prevalent in outdoor and 
industrial lighting, TIR optics are still 
gaining in indoor applications. While 
ideal for beam control, they don’t 
work for all applications, Bailey 
says. For example, coupling is not 
necessary in architectural recessed 
lighting, where the emphasis is on 
diffused illumination, low glare, and 
a gradient distribution. 


SIZE MATTERS 
Shum says that the size ratio of an 
LED or LED package to an optic 
determines the beam angle. That 
is, narrower beams require smaller 
light sources or larger optics. 
Choosing the former affects output 
while choosing the latter can stress 
the limits of injection molding or 
system design if the lamp is small, 
as in the case of an MR16. 
However, source sizes are 
increasing, driven by a need 
for higher luminous flux and 
convenience. To attract fixture 
designers to their products, LED 
manufacturers have introduced 
modular, high-output, chip-on- 
board (COB) LED arrays, which 
are becoming more common 
and can output 600 to 20,000 
lumens at 6W to 200W, Bailey 
says. COB LEDs consist of multiple 
die that are wired to operate 
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as one electrical device and 
assembled onto a ceramic 
package with a single emitting 
surface. Designed to produce a 
specific color temperature and 
lumen output, they take the 
guesswork out of creating a 
well-integrated LED. 

But controlling the output 
from COB LEDs is more 
difficult. Their size increases 
the cost of injection molding 
the appropriate optics, and 
their flat surface does not lend 
well to coupling, which is key 
to the efficiency of TIR optics. 
Consequently, COB arrays fare 
better in applications where 
beam control is less critical, 
such as wide-distribution 
floodlighting or downlighting, 
Bailey says. But their optical 
and electrical needs are also 
simpler. Typically, one optic 


is sufficient and “electrical 
connections can be made using 
simple plug-and-play,” he says. 
High-flux density (HFD) LEDs 
are also growing in popularity. 
They also consist of multiple 
die, but each is smaller than 
those in a COB array and can 
handle more current, Bailey 
says. The result is more light 
output from a smaller lighting- 
emitting surface. The die are in 
a domed surface, which easily 
accommodates a TIR optic and 
therefore offers more output 
control. These high-powered 
LEDs come in 4W to 60W and 
output anywhere from 400 to 
6,000 lumens, Bailey says. 


NEW CHOICES 
Although the laws of physics 
have limited the availability 
of small LED lamps with tight 
beam angles, progress is being 
made. Soraa's Point Source 
Optics, which features a folded 
prismatic optic designed by 
Shum, led to the company's 
LED MR16 lamp with a 
10-degree beam spread. The 
folded optic reflects the light 
emitted from a single LED 
package multiple times before 
propagating it out, and blurs 
the light near the beam's 
central axis—as opposed to 
its outer edges— creating a 
smooth, well-defined beam. 
Shum says this larger diameter 
optic can be injection molded 
because its diameter to height 
ratio is 6:1, whereas typical TIR 
optics have a ratio of 1.25:1. 
The Soraa Snap System allows 
users to magnetically snap a 
variety of lenses and optical 
accessories to the MR16 and 
shape, widen, or narrow the 
beam and eliminate glare. 

Also tackling the issue 
of source size, Reading, 
Mass.-based Fraen Corp. has 
developed a multi-TIR nested 
lens for use with any COB LED 
product to create a narrow 
beam spread. Though the larger 
footprint of the COB LED would 
typically require a proportionally 
larger optic to fully control 
its illumination, the compact 
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nested lens design produces a 
collimated beam with little spill 
light. And, of course, a smaller optic 
means a smaller luminaire. 


TAKING THE HEAT 
The increasing lumen output of COB 
and HFD LEDs also means more 
heat. As these sources become 
more common, proper thermal 
management will become more 
critical in ensuring the performance 
and life of a diode, as well as the 
fixture's circuitry. In fact, because of 
the increased heat, LEDs today are 
encapsulated with silicone instead 
of epoxy, which was used in the 
early days of LEDs when outputs 
were measured in milliwatts. Epoxy 
degrades above 80 C, whereas 
silicone can withstand temperatures 
of up to 200 C, Narendran says. 


—— he Evolution of Clectric Light 
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While coupling can improve 
optical efficiency, exposure to heat 
and light — particularly from the 
high-energy blue portion of the 
spectrum—can cause the materials 
to degrade over time. Lenses and 
reflectors can yellow, leading to 
color shifting and performance 
discrepancies between fixtures, 
Narendran says. A uniform lighting 
design on day one may “start 
producing different colors, which, 
in turn, will affect the aesthetics 
of the space,” he says. Hazing can 
also occur, reducing the optics's 
ability to direct the lumen output. 

Not surprisingly, heat-resistant 
materials are garnering interest 
from LED optics and fixture 
makers. One material of choice for 
TIR optics is PMMA (polymethyl 
methacrylate) acrylic, favored for 
its clarity, UV stability, and high 
transmissivity, Hubbell Lighting’s 
Bailey says. However, long-term heat 
exposure may cause deformations. 

Manufacturers have also turned 
to glass, which, Narendran says, “is 
a good candidate because it’s much 
more robust than polymers.” It also 


offers high transmission, but can 
be heavy, fragile, and expensive to 
manufacture. 

Polycarbonates that address 
the specific needs of LEDs are 
another strong contender. Bayer 
MaterialScience’s Makrolon LED- 
grade materials are designed to 
tolerate long-term heat exposure, 
transmit light effectively, and 
have good clarity. A diffusion 
additive can also be added to 
polycarbonates to mitigate glare. 

As manufacturers continue to 
explore the opportunities unique to 
LEDs, the push for higher efficacies 
will introduce new heat-resistant 
materials and more customized 
optical solutions. According to 
Marco de Visser, manager of 
marketing communications for 
Dutch 3D printed optics maker 
Luxexcel, the latter has already 
begun; 3D printing technology 
is speeding up prototyping and 
printing optics to order. Such 
developments will further emphasize 
solid-state lighting's importance as 
a source of not only efficiency but 
also beautiful and controlled light. e 
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articles that discuss 
the design of optical 
devices for LEDs. 
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TIR Lens Guide, by LEDiL, 2012. 
Available at: bit.ly/LEDILTIR. 


"Quality of Light: Perfect 
Spectrum, Perfect Beam,” 
by Soraa, 2013. Available at: 
bit.ly/1tosmDb. 


CALIPER Report 22: LED 
MR16 Lamps, by the DOE, 
Office of Energy Efficiency & 
Renewable Energy, Building 
Technologies Program, 

Sept. 14, 2014. Available at: 
1.usa.gov/Y Ywv Im. 


Secondary Optics Design 

Considerations for SuperFlux 
LEDs, by Lumileds Lighting, 2002. 
Available at: bit.ly/1mgWgZB. 
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SOLID-STATE UPDATE 


THE LATEST IN LED LUMINAIRES, DRIVERS, AND MODULES. 


text by Hallie Busta 
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iQ-LED, Q-Tran « For use in dry and wet locations—and offered in three IP ratings 
of 20, 54, and 68—Q-Tran’s iQ-LED tapelight is available in 2500K, 2700K, and 3000K 
at a CRI of 80-plus. The low-voltage 24V DC tapelight consumes 4.4W per foot and 
has a light output of 260 lumens per foot. It can be specified in lengths of up to 21' 
for a single power supply, which can be cut into 4' increments, and with extrusions in 
lengths of up to 8'. Lead wires are offered in custom lengths. The tapelight comes in 
various widths, heights, and with an array of mounting clips. The strips are ETL-listed 
and are compatible with magnetic and electronic Q-Tran power supplies. e q-tran.com 


LMH2 LED Module, Cree » Cree's 
LMH2 LED Module with sunset dimming 
emulates the dimming capabilities of an 
incandescent light source from 1800K 
to 2700K along the blackbody curve 
while maintaining a CRI of greater than 
90. TRIAC-compatible, the model can be 
specified for retrofit applications that 
use conventional dimmers as well as 

in new construction using zero-to-10V 
or DALI controls. Dimmable to 1%, the 
module's lumen output ranges from 
850 lumens to 3,000 lumens. For use 

in residential and hospitality lighting 
applications « cree.com 


Kipp LED V3, Louis Poulsen - 
Louis Poulsen’s 104W Kipp Post LED 
outdoor fixture, part of the Kipp outdoor 
product family, is now offered in 3000K 
and 4000K, with the latter delivering 
7,129 lumens. Conceived by Danish 
designer Alfred Homann in 1997, the 
contemporary luminaire emits symmetrical 
light downward from an internal diffuser 
and is intended for use on minor roads 
and in parks. Dimmable with a zero-to- 
10V driver. The post-mounted luminaire's 
die-cast aluminum frame can be finished 
in black or natural painted aluminum. Its 
head measures 30.4" wide by 18.1" tall. e 
lovispoulsen.com 
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Optotronic Constant Current Step-Dimmable LED Power Supplies, 
Osram « This LED driver offers five fixed-output current options per model with 

a simple output current and bi-level powerline step-dimming from 100% to 50% for 
powering LED light engines in high-bay, industrial, and direct-indirect applications. 

The driver is offered in 50W and 30W models, with neutral and ground hot wires and 
120V to 277V AC input. The driver is UL Class 2-listed and is suited for use in dry 
and damp locations. Each supply measures 11" long by 1.2" wide by 1" deep. e 


osram-americas.com/optotronic 


Denon LED Flush Mount, 
Acuity Brands/Lithonia 
Lighting + Lithonia Lighting has 
updated its line of flush-mounted fixtures 
with seven models for small spaces such 
as closets and hallways. Each has an 
AC-driven LED board with zero inrush 
and is dimmable down to 10%. Among 
the additions is the 14"-diameter Denon 
indoor fixture (shown), which provides 
2700K, 3000K, 3500K, and 4000K at 

a CRI of greater than 80 and delivers 
1,650 lumens. Finished in brushed nickel 
and antique bronze. e lithonia.com 


ZipOne LED 707, Vode Lighting 
» Vode Lighting has designed a 
minimalist, modular LED luminaire for 
use in low-profile task, undercabinet 
and overcabinet, and cove and accent 
lighting. The linear ZipOne LED 707 
offers illumination from 2700K to 4000K 
and delivers 88 lumens per watt, up to 
900 lumens per foot, and a CRI of 85 

at 4000K. The slender fixture measures 
0.3" deep by 1.14" wide, and comes 

in 2', 3,4, 5', and 6' lengths with an 
asymmetric profile to reduce glare. 
Optional end-caps allow for seamless 
washes of light when the lengths are 
mounted end-to-end. e vode.com 


Seem 2 and Seem 4 LED, 
Focal Point « Focal Point's series of 
narrow-slot LED fixtures is designed for 
shadow-free illumination in applications 
requiring high-output, integrated light. 
Seem 2, which measures 2.5" wide, and 
Seem 4, which measures 4" wide, are 
available in 1'-length increments and can 
be installed in a variety of ways, including 
suspended, wall-mounted, recessed, and 
wall-to-ceiling corner. A molded, frosted 
acrylic lens blocks views of the LED 

light source. Both models are offered at 
3000K, 3500K, and 4000K with lumen 
outputs varying by fixture type. e 
focalpointlights.com 
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Courtesy Focus Lighting 


The renovation of the iconic New York City restauront Tovern on 
the Green celebrates its lighting design, both past and present. 


text by Elizabeth Donoff 


There are restaurants, and then there are 
restaurants—those fine-dining spots one 
goes to celebrate special occasions and family 
milestones. In New York City, one such icon for 
the past 80 years has been Tavern on the Green. 
Located in Central Park at West 67th Street, this 
past April, the restaurant experienced a rebirth 
after a top-to-bottom multiyear renovation that 
restores the restaurant back to its glory days as 
the “Jewel of Central Park.” 

The restaurant’s history is a rich and storied 
one. The main building, a brick structure in the 
Gothic Revival architectural style, was originally 
designed by architect Calvert Vaux in 1870 to 
house sheep who grazed in the nearby sheep 
meadow. In 1934, the former sheepfold was 
converted into a restaurant as part of Robert 
Moses's park improvements. (The sheep were 
relocated to Prospect Park in Brooklyn.) In the 
19405 and 1950s, the restaurant s footprint was 


increased with a large outdoor terrace and the 
Elm Tree Room. 

Then in 1976, New York businessman Warner 
LeRoy took ownership of the restaurant and 
ransformed it into the destination spot many 
remember today. He owned several notable 
restaurants, such as the Russian Tea Room and 
Maxwell's Plum, and his family ties to the film 
industry made all of his restaurants, including 
Tavern on the Green, a popular spot with 
celebrities. 

Under LeRoy, a series of building additions— 
one of the most notable being the conservatory- 
style Crystal Room—were made that increased 
the building's footprint to 31,000 square feet. 
After his death in 2001, the restaurant changed 
hands several times and encountered financial 
and legal difficulties. It closed in 2009, but the 
following year, the City of New York, wanting 
to find a way to reclaim this important city 
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landmark, opened the space as a visitor’s center. 
It then functioned in this capacity until 2012. 
During this period (2010-2012), the New York 
City Department of Design and Construction 
called upon Swanke Hayden Connell Architects 
SHCA) to conduct a conditions assessment of 
he facility to determine if the landmark could be 
brought back to life to once again serve as home 
or fine dining. SHCA’s analysis determined 
hat many of the more contemporary building 
additions were not structurally sound and that 
it would be more cost effective to demolish 
hem instead of renovate them. With this, the 
estaurant’s footprint was cut in half to 14,436 
square feet. As described by Elizabeth Moss, 
associate principal and director of historic 
preservation at SHCA, the original Vaux- 
designed building underwent a complete gut 
hat included replacement of all the doors 
and windows, new mechanical systems, brick 
repointing, the reconstruction of two missing 
dormers that had been removed during previous 
additions, a new roof, and the construction of a 
new glass pavilion in a part of the space where 
the Crystal Room once stood. 
Lighting was key to the restaurant’s success in 
the past, and to ensure that the new restaurant 
would have a similar sense of atmosphere and 
spectacle, the new owners, the Emerald Green 
Group (the restaurant group selected by the city 
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"We spent a lot of time studying the elevation to determine what were the important 


architectural elements to illuminate,” says Christine Hope, senior designer at Focus 
Lighting. To create the look of moonlight on the roof, an exterior-rated floodlight with 

a blue filter and a metal halide pattern projector are used (top left). Inground uplights 
and wall sconces highlight the architectural details of the brick fagade. The illuminated 
London Plane trees wrapped in Christmas lights prior to the renovation (previous page). 


Top left and opposite right: Francine Fleischer; Opposite bottom: Courtesy Focus Lighting 
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A new glass pavilion 
overlooks the courtyard 
terrace whose signature 
lighting element is a canopy 
of miniature chandeliers 
and custom-designed, 
pole-mounted lanterns. 


In the dining arco a 


p — — pp odjacent tothe open —* 
Ź „a=, kitchen, the new lighting 


and interiors recall the 
warmth and sparkle 
of the Crystal Rooms 
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to run the facility), brought on Focus Lighting to 
oversee the lighting redesign. Working alongside 
Focus was Broadway lighting designer Ken 
Billington, who had originally lit the terrace's 
London Plane trees 20 years before, wrapping 
them in Christmas lights. 

From the start, Focus Lighting knew this 
was going to be a challenging project because 
of the iconic nature of the place. “The lighting 
was really important. It had to do all the normal 
hings restaurant lighting does, but it couldn't 
just be okay,” says Paul Gregory, founder and 
president of Focus Lighting. “It had to be unique 
and special because it was going to be compared 
o the last space.” 

Christine Hope, senior designer at Focus 
Lighting, furthers the point: “We wanted our 
ighting to take a more authentic and classic 


approach, one that related to the aesthetic of the 
restored building.” 

Focus embarked on a lengthy process of 
determining just the right nuanced effect for 
the exterior lighting and the interior dining 
areas, which entailed referencing historic photos, 
making an extensive series of mock-ups, and 
evaluating different light sources and the way in 
which they interacted with the material palette, 
finishes, people, and the food. Throughout 
the interiors, the lighting designers used a 
combination of LED and MR16 sources at a color 
emperature of 2700K to emulate the warm glow 
of candlelight. 

But perhaps the boldest lighting moves take 
place in the courtyard, which proved one of the 
greatest challenges. First, there was the iconic 
imagery—the illuminated trees. Second, these 


trees no longer existed—they had been at the 
end of their life and removed. And third, the 
Central Park Conservancy set conditions that 
none of the newly planted trees could be pierced 
in any way by lighting elements that would 
prematurely age them. 

The new courtyard lighting, a series of 
miniature chandeliers strung to mimic the 
silhouette of a circus tent's roof, creates a canopy 
of light against the sky every bit as effective 
and evocative as the illuminated trees that once 
were there. To provide additional lighting, Hope 
designed a pole-mounted custom glass lantern. 
At the top of the poles, floodlights and projectors 
create a dappled moonlight effect on the roof. 

At the new Tavern on the Green, nature is once 
again wrapped in light and sets the stage for the 
daily dining performance. + 


Details Project: Tavern on the Green, New York » Client/Owner: Emerald Green Group » Architects: Richard H. Lewis; John Lee Beatty (Broadway set designer); 


Swanke Hayden Connell Architects (core and shell building restoration) * Lighting Designer: Focus Lighting, New York; Ken Billington, KB Associates, New York * 


Landscape Architect: Robin Key Landscape Architecture, New York * Project Size: Building footprint was originally 31,000 square feet, reduced to 14,436 square feet 


during the renovation * Project Cost: Withheld » Code Compliance: Set to receive LEED Silver designation * Watts per Square Foot: 1.7 (overall); 1W (exterior); 3.5W 
(interior) Manufacturers Exterior Lighting: BK Lighting (Stem-mounted adjustable 8W LED MR16 courtyard pathlights and stake mounted adjustable 8W LED 
MR16 bullet fixtures at courtyard) e Canopy Designs (Crystal chandelier pendants at courtyard) e Dabmar (16W PAR38 LED floodlight with blue color filter for roof 
facing courtyard) « HK Lighting (70W 4200K metal halide pattern projector for courtyard roof dapple) e Lumid (Custom blown-glass and metal-ribbed exterior lanterns 


at courtyard light poles with Philips 60W Halogena lamps) e Eaton's Cooper Lighting/Lumiere (Inground adjustable 8W LED MR16 accent lights at building façade) e 
Luminii (Surface-mounted flexible LED striplight) e Primus Lighting (Custom-configured suspended 2400K LED festoon lighting for courtyard canopy) « Visual Lighting 
Technologies (LED fiber optic illuminator at courtyard planters) ə Vision Quest Lighting (Custom point of light for courtyard light poles) e U.S. Architectural and Sun Valley 


Lighting (Light poles at courtyard) » Interior Lighting: Boca Flasher (LED lightstrip at ceiling truss beams and dining room coves) e Cree (Recessed LED downlights at open 
kitchen) e Juno Lighting (Mini LED recessed adjustable accent lights at entry arch) e Lucifer Lighting (SOW MR16 recessed downlights) Philips Lightolier (50W MR16 
adjustable track-mounted accent lighting at bar trusses) e Specialty Lighting (SOW MR16 recessed accent lighting in center dining room) e Tech Lighting (SOW MR16 
track-mounted adjustable accent lighting in glass dining room) e Tokistar (LED lightstrip at bar fascia, banquettes, liquor riser, and wall panels) 
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HAUTE 
ILLUMINATION 


For The Jone restaurant in Antwerp, 
PSLAB's bespoke chandelier 

turns o historic sonctuory into on 
otherworldly dining experience. 


text by Elizabeth Evitts Dickinson 
photos by Richard Powers 


A few years ago, when Michelin star chefs 
Sergio Herman and Nick Bril decided to open 
The Jane restaurant in a 19th century chapel that 
was once part of a military hospital in Antwerp, 
Belgium, they immediately knew that the 
majestic space required an assured hand with 
interior design. The chapel had been shuttered 
in 1993 and had remained vacant, but it sat in 
a neighborhood called the “T Groen Kwartier” 
(the Green Quarter), which was experiencing a 
revitalization with new housing and shops aimed 
at attracting young couples and families. Herman 
and Bril were struck by the 4,350-square-foot 
space, which included a main sanctuary with a 
mezzanine and a ceiling that rose to a height of 
38 feet in places. 

“We wanted to create a timeless and 
international feeling,” Herman says, as wel 
as create a dramatic “rock-and-roll vibe” thai 
would contrast the historic structure. This 
meant highlighting the soaring interior while 
also making the room warm enough for a dining 
experience. “It was important that you would feel 
enclosed, secure, and intimate, but that you still 
would be able to feel the enormous space and 
to see the amazing ceiling,’ he says. “The room 
needed a big, powerful element, without a doubt.” 
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Drawings courtesy PSLAB 


The restaurant's main 
lighting feature is the 
30-foot-wide by 40-foot- 
tall chandelier with 150 
black-lacquered steel rods 
outfitted with a crystal 
globe at each rod's end 
(left). "The globe[s] had 
to be really well thought 
out in order to bring the 
[desired effect] out,” 
PSLAB founder Dimitri 
Saddi says. "We did many 
tests on proportions and 
also weight, because the 
crystal added weight at 
the end of the 5-meter 
(16-foot) rod. We did four 
different mock-ups of the 
glass shades." The building 
(exterior shown below) 
was once the chapel for 
a military hospital. 


Sketch of the longitudinal section 


Herman and Bril, in collaboration with Dutch 
design practice Piet Boon, found that powerful 
element in a jaw-dropping chandelier — which 


measures 30 fee 
9 feet from the 


wide by 40 feet tall and hangs 
floor — designed and fabricated 


by Beirut-based lighting workshop PSLAB. 


Weighing in a 
lacquered steel 


1,763 pounds with 150 black- 
ods bursting with light at the 


ends, the installation explodes out of the barrel- 
vaulted ceiling like a physical manifestation of 
the Big Bang. Coupled with 500 new stained 
glass panels by Antwerp-based design group 
Studio Job, where religious iconography is 
replaced by images of apple cores, ice cream 
cones, and croissants, and an interior of 
considered materials—natural stone, leather, 
and oak—the chandelier adds to the cosmic 
sensation that you re dining in a contemporary 
church ministering to the fine art of haute 
cuisine. Herman is known for re-interpreting 
traditional dishes using molecular gastronomy 
and this playful juxtaposition of historic 
sanctuary and sexy, secular design suggests that 
here food is the religion. 

The dramatic luminaire is the result of a 
rigorous creative process from a design/build 
firm known for bespoke lighting. “PSLAB creates 
something in the market that is not already 
available and thats what we were looking for,” 


says Rienk Wiersma, Piet Boon lead designer. 
“We challenged PSLAB to fill the space with 
something that would work as a kind of a ceiling, 
but that would not hide the actual ceiling above.” 

No matter where you are in the restaurant, 
the chandelier takes center stage, yet it does 
not overpower the space. This was particularly 
important on the mezzanine level with its 
30-person marble-clad bar. PSLAB had to make 
sure that the chandelier did not obstruct the view 
of bar patrons looking down onto the restaurant 
below. Dimitri Saddi, founder of PSLAB, says 
they weren't specifically tasked with designing 
a chandelier, rather they were charged with 
figuring out the best solution for the interior. 
“We thought that the only way was to create 
something that would live in the space in a 
360-degree manor, but it was important for this 
object to work whether looked at from the bar 
above, or the restaurant below,” Saddi says. 

It wasn't immediately clear that the lighting 
strategy should take the form of a chandelier, 
but by simultaneously conceptualizing and 
prototyping their design ideas, the final form 
of steel rods interplaying at varying heights, 
and affixed by one point to the ceiling, quickly 
emerged. The prototyping process confirmed 
that the light source needed to be positioned at 
the rod tips. “If the ends didn't have a reflective 
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point, it would miss that magic,” Saddi says. “I 
had to break out into a sparkle.” 

That “sparkle” required experimentation and 
more prototyping. Saddi says they wanted to 
use an LED source for low maintenance, but that 
they also needed the light to have the warmth o 
an incandescent. Hand-blown glass globes were 
the solution. “The globe had to be really wel 
thought out in order to bring the [desired effect 
out,” he says. 

The solution for the glass globes meant tha 
the rods had to be sturdy enough to hold the 
globes’ weight at the tips. They considered using 
solid metal, but the weight of the rods coupled 
with the weight of the glass would have made the 
entire installation far too heavy. The end solution 
employs a hollow rod fitted with a stainless cable 
inside. So while the 150 arms of the chandelier 
look like solid steel to the casual observer, in 
truth, the arms are hollow and “the cables are 
what's holding it all together,” Saddi says. 

Mock-ups play a pivotal part in PSLAB's 
design and fabrication process. As a design/ 
build firm with more than 100 employees across 
five ateliers (Beirut; Stuttgart, Germany; Bologna, 
Italy; Helsinki; and Singapore), designers are 
tasked with drawing concepts that can be made 
on site. “When you are a design/build company, 
your team must not only draw something, they 


= 
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have to take responsibility for the drawing to 
make sure it can be executed,” Saddi says. “It’s 
not like you're passing the task on to another 
company. You have to sit in the office and ask 
your colleagues, ‘Is this feasible?’” 

For the final mock-up, PSLAB always designs 
a one-to-one scale version, “because you cannot 
understand what you are doing until you 
experience it fully,” says Saddi. PSLAB fabricated 
one quarter of the chandelier and affixed it to 
the side of their building in the Mar Mikhael 
neighborhood of Beirut. Wiersma then flew to 
see it. “It was just after sunset; standing outside 


and looking up at that chandelier felt like a 
thousand candles on a table,” he says. 
Because of the way PSLAB designed the final 


piece, installation took just a single weekend on 
site in Antwerp. “Every five arms were designed, 
labeled, and packed together so it became a kit, 
which is much easier to install,” Saddi says. 

The chandelier may be the most dramatic, but 
it’s not the only lighting element PSLAB designed 
for The Jane. The lighting experience starts at 
the entrance, where the original 19th century 
wooden chapel doors open onto custom ceiling- 
mounted downlights. Here, white corrugated 
steel drums have been lined with brass to reflect 
the 35W halogen lamps. The warmth of the light 
immediately sets the tone for The Jane. 


A wall sconce, outfitted 
with halogen lamps, glass 
globe shades, and a metal 
armature is affixed to 

a brick column outside 
the wine cellar (far left). 
Between table areas in 
the dining room, bronze 
table lamps using two 
25W halogen lamps 
provide a glow reminiscent 
of candlelight (left). In 

the mezzanine bar area 
(opposite), low-voltage 
halogen trackheads are 
affixed to thin, black 

steel beams that run the 
width of the space, while 
maintaining a view to the 
entire restaurant. 


Brass is used again in custom table lamps in 
he dining room and picked up in other elegant 
ouches throughout the restaurant, including 
he cocktail jiggers lining the bar. Located on the 
mezzanine, the designers had to create lighting 
for the bar area that would be distinctive, but 
hat wouldn't compete with the chandelier. The 
solution is a series of thin, black steel beams that 
run the width of the room and are outfitted with 
ow-voltage halogen trackheads, which create a 
simple but dramatic effect consistent with the 
material vocabulary articulated in the chandelier. 

On the main floor, the restaurant needed 
additional lighting to help illuminate the dining 
room. Here, PSLAB kept it discrete. Vertica 
projectors mounted to the walls are painted 
white to camouflage against the walls. These 
halogen luminaires are outfitted with a narrow 
beam to directly highlight the dining tables and 
gently illuminate the food. Maintenance is also a 
major consideration within a restaurant setting, 
so PSLAB designed the projectors to lock into 
place so that the aiming position would not be 
disturbed when a lamp is changed. 

Herman says the effect of the lighting is pure 
magic. “The first time that you walk into The Jane 
is something you don't forget,” he says. “The site 
of the chandelier brought tears to my eyes. | 
recognize the same look on [our guests'] faces.” + 


This page: courtesy PSLAB 
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Details 


Project: The Jane, Antwerp, Belgium • Clients: Sergio Herman and Nick Bril e Interior Designer: Piet Boon, Oostzaan, Amsterdam area, The Netherlands = Lighting Designer/ 
Lighting Manufacturer: PSLAB, Beirut e Additional Designers: Studio Job, Antwerp, Belgium (stained glass window panels) » Project Size: 4,350 square feet e Project Cost: 
Withheld « Code Compliance: Not Applicable e Watts per Square Foot: 41W per square meter (ground floor and mezzanine); 34W per square meter (basement) 
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Hanley Wood is committed to 
publishing quality content that serves 
the information needs of construction 
industry professionals. Our editors have 
once again been honored by the most 
prestigious editorial awards program. 
Join us in congratulating them. 
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| 
Mike Watson 


interview by Elizabeth Donoff 
photo by Brent Clark 


“The next great frontier in lighting is actually 
getting solid-state lighting to a critical mass of 
consumer usage and being recognized as the 
accepted technology so that [the industry] can 
be positioned for the next great achievement.” 
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With a degree in materials science from 
Northwestern University, a lengthy tenure 

at Hewlett-Packard in its optoelectronics 
division, and 15 years in the wireless and 
communications arena, Mike Watson, vice 
president of product strategy at Cree, is well 
positioned to see lighting through its analog- 
to-digital transformation. “I love transforming 
markets,” he says. Seeing that goal through 
means delivering value without compromising 
lighting quality and performance. A challenging 
task, but one that Watson believes the lighting 
industry is ready to embrace. 


What is the catalyst that moves markets to 
embrace different paradigms? 

It’s a simple equation; value equals benefit 
minus cost. As long as your value is greater 
than what you had before, then there’s a reason 
to consider change. 


Is there a text that’s influenced your thinking 
about lighting and its business practices? 

Tm more affected by things that are tangible 
and visible. I am enamored with just listening to 
how light is viewed by people that aren't in the 
lighting industry. 


What makes a great piece of lighting 
equipment? 

It’s a hard question because every consumer 
has a different reason for what they believe is a 
great piece of lighting equipment. 


What do you consider innovation in lighting? 
Anything that can improve the aesthetic, the 
performance, the purpose, or the cost of lighting 
in a way that adds value to the user. 


With the arrival of LEDs, how is industry 
conversation changing? 

Its gone from almost complete resistance to 
solid-state lighting to foregone acceptance of 
LED lighting as certainly the immediate and 
foreseeable future. And there s room for the 
conversation to move faster and go even deeper. 


What has distinguished Cree’s approach to 
solid-state lighting from its competitors? 

We don't have to worry about protecting a 
legacy technology. Consequently, we want the 
world to switch [to LED] at a different pace than 
our competitors want the world to switch. 


At what point do you see solid-state lighting 
becoming a legacy technology? 

We desperately want to have that problem 
because then it means you're successful in 
changing the world. If LEDs are able to achieve 
5 percent to 10 percent market penetration, it’s 
foreseeable in the next five to seven years. « 
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